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OTBODtrCTIOir 

This  document  defines  the  Speeial  Facilities  Contract  (SFC) 
type  vehicle  requirements  and  all  major  items  of  material 
handling  equipment  to  accomplish  assembly  and  oheokout  (AACO) 
of  the  'Operational  KUmteman  Wings*  Document  D2-20031  re¬ 
quirements  are  not  alike  for  all  Wings ,  therefore  a  dash 
» 

number  will  identify  the  document  for  eaoh  Wing  as  follows i 


Wing  I 

Malms  trom  AFB 

D2-20031-1 

Wing  II 

nisvorth  AFB 

•  D2-200J1-2 

Wing  III 

Minot  AFB 

D2-20051-3 

Wing  IV 

Whiteman  AFB 

D2- 20031-4 

Wing  V 

•  Warren  AFB 

D2-20031-5 

Wing  VI 

Grand  Forks  AFB 

D2-20031— 6 

This  document  has  been  divided  into  eeotions.  Seotion  2.0 
provides  a  brief  desoription  and  usage  of  all  Speoi&l 
Facilities  Contract  (SFC)  ACO  vehiolee  used  by  Assembly 
and  Checkout  (AACO)  teams.  There  also  is  included  a  foreoast 
of  the  quantities  of  ACO/SFC  vehiolee  needed  eaoh  month  at 
the  wing  until  phase  out. 


Seotion  3*0  contains  non-ACO  identified  vehiolee  such  as 
sedans,  buses,  truoks,  and  trailers.  A  brief  desoription 
of  all  SFC  vehicles  used  by  Operation  A  Maintenance  (0AM) 
Predelivery  Maintenance  (PIM),  Assembly  &  Checkout  (AACO) 
teams  and  for  general  Transportation  of  personnel  and  equip¬ 
ment  is  included.  The  foreoast  in  this  seotion  haa  been 
divided  into  two  areas.  First,  thoss  vehioles  required  to 
support  Boeing,  and  second,  those  vehiolee  required  to 
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1.0  INTRODUCTION  (continued) 

support  Department  of  Defense  (DOD)  and  Site  Activation 
Task  Force  (SATAF).  Both  forecasts  show  the  quantities  needed 
each  month  by  Boeing  and  DOD. 

Section  b.O  contains  all  major  items  of  material  handling 
equipment  which  are  powered  by  gasoline  or  electric  motors. 

i 

The  forecast  included  in  this  section  illustrates  the  re¬ 
quired  material  handling  equipment  for  each  month  until 
phase  out. 

Vehicles  that  do  not  fall  into  the  sections  previously 
described  will  be  listed  in  Section  5*0,  G3EEHAL“ INFORMATION. 
This  includes  such  items  as  aircraft  and  ACO/liGE  PECULIAR 

vehicles. 

>•  This  document  will  be  revised  a3  necessary  to  reflect  current 

changes  in  vehicle  requirements  and  usages.  The  forecasts 
will  be  revised  and  updated  on  a  monthly  basis.  > 


U3  4212  2000  MV.  0/02 

REV  SYM 


2.2142. 


I**0’  D2-20031-  6 

SECT.  1  PAGE 


2.0  ACO/SFC  HUMBER  IDENTIFIED  LICENSED  VEHICLES 

This  section  includes  a  brief  description,  and  usage  of  all 
ACO  vehicles  used  by  A&CO  teams.  Seme  of  these  type  vehicles 
are  also  used  in  support  of  the.  Contract  Support  Area. 


2.1  .  ACO/SFC  VEHICLES  DESCRIPTION  AND  USAGE 

2.1.1  ACO  696  -  Truck  Mounted,  Demineralizing  Unit,  Ion  Exchange 

Spec.  No.  ‘  ‘ 

Truck,  Ford  Model  C  600  or  equal  chassis,  with  insulated  van  body 
15  ft.  10  inches,  inside  length,  7  ft.  6-inch  height,  and  7  ft. 
width,  double  rear  door3  opening  the  full  width.  Hoating  unit  is 
capable  of  maintaining  a  40  degree  minimum  temperature  in  ' 
the  van.  Tho  following  equipment  vill  bo  contained  in  the 
vani  one  (l)  8p0  gallon  steel,  chemical-proof  lined  tank  skid 
mounted,  deionizer  unit,’  pump  (ACO  427)  and  filter  (ACO  311) 

*  with  necessary  hose  and  connectors. 

Required  by  the  A&CO  crew  for  flushing  and  charging  the  ' 
Guidance  and  Control  cooling  unit  Figure  "A"  1214,  and  the 
G&C  storage  tank  Figure  "A"  1317  after  installation. 

2.1.2  ACO  4054  -  Crane,  Mobile,  Truck  Mounted 
Spec.  No. 


.  Requirements  are  boom  longth  35  ft.,  capacity  17,000  lb.  lift 
with  12  ft.  working  radiu3,  and  360  degree  owing.  Must  be 
-\  oapablo  of  traveling  40  miles  per  hour  over  public  road3  with¬ 
out  speoial  permits.  Crone  and  carrier  are  gasoline  operated. 

11 
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2.1.2  (continued) 

This  unit  is  required  by  the  assembly  crew  installing  Figure 
"A"  1604  secondary  access  door,  standby  diesel  generator 
and  environmental  control  chiller.  Thi3  crane  may  be  re¬ 
quired  for  placing  the  missile  suspension  system.  1 

2.1.3'  ACO  4116  -  Truck,  Tractor,  25,000  lb.  C-W 

Spec.  No.  2277-L  •  - 

This  tractor  is  intended  to  be  functionally  equivalent  to 
Figure  "A"  4ll6.  Standard  4x2  tractor  5 -ten  with  standard 
5th  wheel,  air  brakes,  and  two-way  radio.  The  air  brakes 
and  electrical  couplings  must  be  compatible  with  couplings 
on  semi -trailers  ACO  653,  659  and  4024.  A  two  axle  tractor 
only  must  be  used  with  ACO  vans  listed  above. 

Required  by  the  AACO  assembly  teams  to  pull  ACO  6 78  and 
.  ACO  659  vans  from  CCA  to  Launch  Facilities  and  Launch  Control 

Facilities  areas  and  to  pull  G&C  van  from  CSA  to  LF  area,  ' 

.  and  G&C  van  for  EDM.  Also  used  to  pull  utility  type  40  ft.  flat 
bed  semi- trailers  between  railheads,  CSA  and  Dispatch- Area. 

1 

2.1.4  ACO  4130  -  Truck.  Tractor.'  39. 000  lb.  GW 

Spec.  No.  2236-L 

.  This  tractor  must  be  capable  of  carrying  a  5th  wheel  load  of 
40,000  lb.  at  a  3pocd  of  10  mph.  when  fully  loaded  and  a  gross 
combined  weight  of  135,000  pounds. 


/ 


2.1.4  (oontinued) 


This  la  required  to  transport  the  Shipping  &  Storage  Con¬ 
tainer  Ballistic  Missile  (SSCBM)  trailer  (Fig.  "A"  4129) 
within  Strategic  Missile  Support  Area  (SMSA)  and  on  the 
highway*  and  for  positioning  the  SSCBM  trailer  for  missile 
transfer. 

The  requirement  for  this  equipment  will  be  fulfilled  by 
joint  use  by  Boeing  and  Air  Force  of  the  operational  equip¬ 
ment.  No  separate  procurement  is  to  be  made  by  Boeing. 

2.2  ACO/SFC  NUMBERED  LICENSED  VEHICLE  FORECAST 

Figure  one  (1)  contains  the  requirements  of  ACO  vehicles 
programmed  by  calendar  month  showing  vehicle  requirements 
for  the  present  month,  build-up  through  June,  1964.  This 
schedule  will  be  revised  on  the  first/of  each  month. 
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KOH-ACO  IDENTIFIED  LICENSED  VEHICLES 


Non-ACO  identified  vehicles  include  sedans,  buses,  trucks  and 
trailers  used  to  transport  personnol,  supplies,  and  equipment 
from  rail  heads,  air  fields,  and  vendors  to  CSA,  and  CSA  to 
DA’ s.  Some  of  these  non-ACO  vehicles  are  required  for  Boeing 
administrative,  SATAF,  and  DOD  personnel. 

1T0M-AC0  VEHICLE  •  DESCRIPTION  AND  USAGE  (ACO  TEAM  ASSIGNED) 
Those  vehicles  are  specifically  assigned  to  assembly  and 
checkout,  Integration,  Prodolivery  Maintenance,  Operation 
&  Maintenance  and  Cable  Maintenance  teams. 

Some  types  of  these  vehicles  my  be  used  ns  for  general 
support  requirements  at  the  CSA. 

Truck,  16  Ft.  Flatbed  with  Hydraulic  Crane  [’  - 
Spec.  No.  2193-L 

The  crane  is  mounted, directly  back  of  truck  cab  leaving  16  ft. 

/ 

cargo  space.'  Crane  capacity  is  1800  lb3.  at  a  22  ft.  working 
radius. 

This  unit  is  capable  of  carrying  the  complete  Figure  "A"  128Q 
and  Figuro  "A"  1303  to  the  LF  and  lowering  each  into  position. 
This  unit  is  also  capable  of  placing  security  system  equip¬ 
ment  at  the  LF.  The  vehicle  has  the  capability  of  transport¬ 
ing  and  loading  or  unloading  three  (3)  tons  of  cargo  without 
the  use  of  any  other  piece  of  equipment. 

Sheltor,  Mobile 
Spec.  No.  402080 


3.1.2  (continued) 

The  shelter  is  a  32  ft.  x  3  ft.  tandem  axle  house  trailer 
with  the  following  facilities  and  usage. 

1.  Office  space  with  snail  desk,  one  (l)  swivel  chair,  and 
one  (l)  five  drawer  file  cabinet. 

2.  Sanitary  facilities. 

3.  Heating  facilities. 

4.  One  (l)  table,  six  (6)  benches,  and  emergency  tinned 
rations  required  to  maintain  a  twelve  man  crew  for  i*8 
hours. 

5-  Provides  tool  storage  for  Maintenance,  Repair  &  Operating 
r  Supplies.  (MaO)  expendable  tools  and  standard  spare  part's 
at  each  LF  and  LCF  (Per  D2-20 CCo). 

Required  for  office,  storage,  eating  space,  and  sanitary, 
facilities.  The:  >  shelters  will  be  place’,  at  the  LF  and/or 
LCF  when  AdCO  begins  and  will  remain  until  cell  off. 

i 

3  1.3  Truck.  9  Ft.  Van,  with ‘-Heat  and  Hoist. 

Spec.  No.  2290-L 

The  Van's  body  is  9  ft.  long.  09  inches  wide  inside  and  Jh 
inches  high.  Double  doors  at  rear  open  to  full  body  width. 
The  hoist  has  a  c;  pacitv  of  500  pounds  at  a  radius  of  5  ft. 

,  and  capable  of  225  degree  swing. 

The  Van  is  used  by  RDM,  CAM,  and  A&CO  crews  to  transport 
equipment  requiring  temperature  control,  as  well  as  safety 
barriers  and  other  small  tools  from  Dispatch  Arca.(pA)  to 
Launch  Fncility(LF)  and  Launch  Control  Facility  (LCF) . 
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Truck 


o  ft.  Van  with  Hoist  (Ordnance  Handling) 

Spec.  Ho.  2291-L 

The  Van  body,  and  hoist  are  identical  to  9  ft.  Van  described 
in  paragraph  3-1-3  less  heater.  Special  containers  and  means 
of  securing  must  be  provided  with  this  van  for  protection,  of 
ordnance  devices  during  handling  and  transportation. 

Used  by  A1CC  uni  TDM  crews  to  transport  ordnance  devices 
(parts  of  figure  "A"  1202,  1208  and  12!';3)  from  CCA  to'LF’s 
during  A&CO.  Used  to  lever  the  ordnance  devices  into  the  LF. 

3.1.5  Bus,  Travelall,  9  Passenger 

Spec.  Ho.  2278-B 

This  vehicle  may  to  an  International  Model  C-100  or  equal. 

Ho  special  equipment  other  than  standard  safety  equipment  is 
'■  required. 


i 

1 


i 


This  vehicle  is  used  to  transport  personnel  and  small  tools  ' 
by  the  assembly  checkout,  integration,  and  missile  emplacement 
crews.  Required  at  CSA.  to  provide  taxi  and  bus  service 
between  test,  warehouse  Strategic  Missile  Support  Base  (SMSB) 
and  office  areas. 

Truck.  9  Ft.  Van 
Spec.  Ho.  220^-L1 

Standard  9  ft.  van  identical,  to  van  described  in  paragraph 
3. 1,-3  less  the  hoist  and  heating  units. 


i  _ 
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3. 1.6  (continued) 

Required  by  Assembly  Crews  #2  and  #3  to  transport  tools  and 
material  between  DA,  LF  and  LCF'e.  This  vehicle  is  alco  used 
in  CSA  area  to  transport  equipment  between  test,  warehouse, 
and  DA’o.  Used  for  general  hauling  from  air  field- and 
,  railhead  depot3. 

3.1.7  Truck,  9  Ft.  Van  with  Heat 

Spec.  No.  2289-L 

Standard  9  ft.  van  identical  to  van  described  in  paragraph 
3.1.3. 

Required  by  Assembly  Crewe  #3,  ="'\  nr.d  Checkout  Crew  jfo.  Used 
to  transport  tools  and  electro  .  ’.0  -cuipment  between  CCA,  DA, 
LF  and  LCF  areas  (Paring  A1CC. 

3\ 1.8  Truck, 12  Ft.  Van  with  Hoist  and  Heat 

Spec.  No.  2292-L 

/ 

Van-type  body  12  feet  long  and  83  inches  inside  width  by  79 
.  inches  high,  with  double  rear  doors  opening  the  full  width 

and  height  of  the  body.  The  hoist  has  a  10C0  lb.  capacity, 

I 

!  60- inch  swing  radius,  223  degree  owing  and  hook  fall  JO  feet 

below  ground  level.  Equipped  with  Hunter  Model  UH-U7-3 
•  heater  with  12-volt  electric  fuel  pump. 

Required  by  i'2  LF  and  LCF  assembly  crews  to  transport  tools 
and  electronic  instruments  requiring  temperature  control  and 
other  material  from  the  DA  to  LF  ar.d  DCF's  during  assembly 
Required  by  C"-M  crews  for  r-inV!r»ar.c  of  (l)  air-condition 
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3.1.10 


3.1.U 
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(continued) 

and  Bocheat  units,  (2)  routine  O&M  of  LF's  (3) ,  routine  O&M 
of  LCF's  and,  (4)  unscheduled  O&M  requirements* 

Truck,  7)4  Ft.  Panel  with  Heat 
Spec*  No*  2288~L 

Chevrolet  Model  C-1403  panel  or  equal  with  plywood  or  sheet 
metal  bulkhead  back  of  driver's  seat  and  a  Hunter  Model 
UH-47-3  heater  with  12  volt  electric  fuel  pump  installed  to 
provide  heat  in  the  cargo  space* 

Bequired  by  the  LF  checkout  crews  (#1,  #2,  and  #5) ,  the 
targeting  test  crew,  and  Base  Interface  Surveillance  Unit 
(BIStJ  in  support  of  the  Corps  of  Engineers.  Used  to  transport 
tools  and  electronic  test  equipment  requiring  controlled 
temperature  from  DA  to  LF  and  IXJF's  during  A&CO*  It  is  also 
used  by  Cable  Maintenance  Crews. 

Truck,  Tfi  Ft*  Panel 
Spec.  No.  2274-L 

Identical  to  panel  described  in  paragraph  3*1*9  lass  heating 
unit*  Bequired  by  the  following  ACO  crews*  LF  Assembly  (#2, 
#3  and  #4),  LCF  Assembly,  LCF  Checkout,  Welding,  and  Cleanup 
Crews.  Bequired  to  transport  assorted  tools  and  material, 
welding,  and  cleaning  equipment  between  DA,  LF  and  LCF  areas* 

Truck,  Th  Ft.  Pickup  with  4  Wheel  Drive  and  Power  Winch  (Cable 
Maintenance) 

Spec*  No*  2293-L 

I*0,  P2-20031- _ _ 
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3.1.11  (continued). 

Specifications  for  this  vehicle  include,  7  l/2  ft.  pickup 
box,  It-vhccl  drive  with  .-/n  hub  a.  lockin'  differential,  heavy 
duty  winch  and  cable  powered  from  the  trancri scion  power 
takeoff  art  h  .speed  transmission './ith  power  takeoff. 

Thio  vehicle  is  re  .aired  by  the  Cable  A -.into nance  Crews 
during  the  AMCO  p.-riod  to  traneport  personnel  and  equipment' 
both  on  the  highway  and  cross  country  in  all  types  of  weather. 

3.2.  :  kc:;-aco  vehicle  D:r.caiPHori  aed  uca::i  cei.tril  support. 


These  vehicle:;  are  usually  mater  pool  assigned  and  arc  used 
for  general  .rugose  requir  .r-.r.’c:;  cl*  «...ch  f  lop  secernent  at  the  base 

3.2.1  Bus,  3  .A.ssmv - 

Croc.  Ko.  2273-L 

Ford  Model  E-1C0  Eccnalir.o  Station  Bus  or  :';-dcor,  C 

passenger,  nix  cylinder  engine  fcmnual  transmission,  with  all 
normally  standard  equipment  listed  by  the  nr-.nufacturcr  and 
required  safety  equipment. 

Required  to  provide  transportation  to  and  from  airports.  DA'S 
and  general  taxi  service  ..nn / or  rsvil  runs  as  required.  Also, 
to  be  used  for  scheduled  bus  service  between  areas  of  the 
CSA. 

' 

!'  3 -2. 2  Bus.  17  Passenger 

Spec.  :.'o.  2276 

The  bus  will  be  q  standard  17  passenger  for  transporting 

u»  «ij  3000  nev.  a/«i 
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3>ti>  (sontinvsi) 

personnel.  / 

It  will  provide  transportation  to  rotate  personnel  between 
•  commercial  transportation  terminals,  CSA  and  Dispatch  Areas. 


3.2.3  Bus,  ‘4l  Passenger 
Spec.  Ko.  2285-L 

The  bus  will  be  a  standard  4l  passenger  for  transporting 
personnel. 

Required  to  provide  transportation  for  Boeing  rotation 

.  I 

personnel  between  commercial  transportation  terminals,  CSA 
and  Dispatch  Areas  on  a  periodic  basis. 

3.2.4  Sedan,  4-Door,  Standard  and  Compact 

:  Spec.  Ko.  2272-L,  Standard 

f  Spec.  Ko.  2271-1,  Compact 

/ 

The  standard  will  be  a  Ford  Galaxie,  4-door  Town  Sedan  or 
equal.  The  compact  will  be  a  Falcon  4-door  Sedan  or  equal. 

Either  model  is  to  have  6  cylinder  engine  and  manual  trans¬ 
mission.  They  can  be  of  any  conservative  factory  color 
except  black.  Seat  covers,  two  sets  of  seat  belts  for  the 
front  seats  and  normally  required  safety  equipment  will  be 

% 

installed. 

»  ' 

Required  to  provide  transportation  for  administrative  and 

technical  personnel  between  tovn  and  base  and  to  DA,L?  and 
LC?  facilities  and  the  CSA. 

u>  use  1000  scv.  a/u  s.at42*a 
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Sedan,  U-Door,  vith  Air  Conditioner 
Spec.  Ho.  2272-1. 

Same  as  standard  U-door  Sedan  except  for  an  8  cylinder  engine 
and  air  conditioner. 

Total  two  (2)  per  base.  One  (l)  to  be  used  by  the  8ATAF 
Commander,  and  one  (l)  by  The  Boeing  Company  Base  Manager. 

These  are  required  to  transport  visiting-  dignitaries  of  the 
Air  Force.  Department  of  Defense,  and  The  Boeing  Company  to 
base  areas  they  may  be  interested  in  inspecting.  Also,  they 
will  be  used  to  transport  visitors  from  the  base  to  hotels, 

t 

airports,  etc. 

Station  Wagon,  6  Passenger,  Standard  and  Compact 
Spec.  No.  2272-L,  Standard 
Spec.  No.  2271-L,  Compact 

The  U-door  Ranch  Wagon  or  equal  may  be  used  for  the  standard 

/ 

model.  The  Ford  Falcon  U-door  wagon  or  equal  may  be  used  for 
the  compact  model. 

Both  models  are  to  have  6  cylinder  engines,  manual  transmission, 
seat  belts  for  the  two  front  seats,  seat  covers,  and  nomin¬ 
ally  required  safety  equipment.  The  paint  can  be  any  conserva¬ 
tive  factory  color  other  than  black. 

Required  for  transporting  of  technical  and  administrative 
support  personnel  between  terra.  DA’s,  LF,  LCF  and  CSA  when 
load  requirements  are  greater  than  a  sedan  can  accommodate. 


U1  42ft  2000  RIV.  1/42  S'fUl-2  ‘ 


•  ***\  - 


A 


3.2.7 

utility  Wagon,  4  Wheel  Drive 

Speo.  No.  2294-L 

Standard  4-door  utility  wagon  equipped  with  4-wheel  drive, 

capable  of  transporting  6  passengers  including  driver  plus  ■  • 

tool  boxes,  water  cans  under  adverse  operating  conditions. 

3.2.8 

Truck,  6  Ft.  Pickup  Compact 

Speo.  No.  2295-1* 

to 

Compact  pickup  truck,  3  passenger,  open  cargo  type  vehiele 

for  transporting  light  loads.  '  Ford  Falcon  Ranchero  or  equal 

will  fulfill  the  requirements. 

\ 

\  a 

> 

t 

Required  as  a  utility  vehicle  for  general  support  of  per¬ 
sonnel.  Will  bo  used  in  the  field  by  DOD,  OfiM,  PE-1  and 

A&CO  teams.  Facilities  and  general  operational  and  adminis¬ 
trative  support  in  the  CSA  and  DA’s. 

3.2.9 

Truck,  Pickup,  6  l/2  Ft.  with  or  without  Canopy  ' 

Speo.  No.  2273-L 

\ 

,  *  ■* 

Form  Model  F-100  or  equal.  Standard  6  l/2  ft.  styleside  pickup 

box,  with  rear  bumper,  6  cylinder  engine,  4-speed  manual 

transmission,  interlooking  differential,  seat  belts  and. 

standard  safety  equipment.  An  optional  canopy  may  be  needed 

when  transporting  tools  and  equipment  in  adverse  weather  con¬ 
ditions.  Paint  may  be  any  conservative  standard  factory  ' 

color  other  than  block. 

Required  as  a  utility  vehiole  to  support  DOD,  Cable  Maintenance, 

U>  Ull  2000  RIV.  0/02 
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3.2.10 


J 


3.2.11 


3.2.12 


(continosd) 

O&M,  PDM,  and  A&CO  teams.  For  a  utility  vehicle  by 
Facilities  and  general  operational  and  administrative 
support  in  tbe  CSA  and  DA 'a* 


Truck,  Pickup,  4-Wheel  Drive 
Spec.  No.  2279-1 


Standard  pickup  truck  with  6  cylinder  engine,  4-wheel  drive, 
3  speed  transmission,  2  speed  transfer  ease.  Warn  front 
wheel  hubs  and  standard  safety  equipment.  Paint  any  con¬ 
servative  factory  color  except  black. 


Required  by  SATAF,  DOD,  and  Boeing  BISU  in  early  survey  and 
surveillance  work  in  locating  and  getting  to  and  from  LF  and 
LCF  areas  prior  to  establishment  of  roads  by  Civil  Engineer 
contractors.  This  vehicle  may  also  be  required  to  support 
cable  maintenance  crews.  It  is  capable  of  transporting 
small  loads  under  adverse  operating  conditions. 


Truck,  8  Ft.  Pickup 
Spec.  No.  229&-L 


Standard  3/4  ton  pickup  truck,  3  passenger,  open  cargo  type 
vehicle  for  towing  mobile  shelters  and  transporting  light 
loads.  Equipped  with  V-8  motor,  160  HP  and  ball  type  trailer 
hitch. 


Truck,  8  Ft.  Pickup  with  Camper 
Spec.  No.  2287-L 
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3.2.12 

' 

1  •  \ 

(continued)  :  (  '  !•••■' 

Ford  Model  F-250  pickup  or  equal,  with  conventional  cab,  V-8 

engine,  k- speed  Jphn  emission,  western- type  rear  view  mirrors 

and  normal  safety  equipment.  Canqper  similar  to  the  "Chinook" 

equipped  with  seating,  water  and  cooking  facilities. 

1 

'  V 

This  vehicle  is  to  he  used  as  partial  substitute  for  ACO 

t  .  , 

U119  Transport  Erector  8pedal  Escort  Van.  As  ACO  U119. 

becomes  available  this  requirement  will  no  longer  exist. 

• 

r  •  *  • 

•I  ■ 

Required  to  provide  shelter  and  office- area  far  emergency  . 

situations  at  LF’s  in  lieu  of  Mobile  Shelter  ACO  375. 

: 

i;  .  , 

i 

!  i 

;;  .  1  - 

!'  '  '  . 

3*2.13' 

,  Truck.  9  Ft.  Flatbed-Body 

4  *  • 

Spec.  No,  228O-L  • 

/ 

• 

■} 

( 

\ ,, 

f  :  ■ 

.  Standard  1  ton  truck,  open  cargo  type  vehicle  for  transport- 

«  ing  medium  size  loads.  Equipped  with  eight  cylinder,  160  HP, 

’  ...  • 

stake  body  and  pentle  self  locking  hook.  '  ' 

i 

f  Used  in  the  CSA  to  transport  light  equipment,  furniture  and 

office  equipment.  . 

*  "  • 

3*2. 1*» 

.  V 

•Truck,  18  Ft.  Flatbed  with  or  without  Lift gate 

Spec  If-  No.  2281-L,  Without  Liftgate 

'•  Spec.  No.  2382-L,  With  Liftgate 

1  t 

!:  ], 
ti  ’  i 

:  ' 
i  . 

■  i  *' 

i  '  1 

f  t 

t  ' 

;  Ford  Model  F-700  or  equal  with  185  HP  engine,  five-speed 

*  ’  •  •  • 

f  •••*■•■ 

'  •  transmission  and  dual  1  rear  wheels.  Flatbed  body  will  be 

18  ft.  long  by  8  ft.  overall  width  with  solid  buckboard  front 

and  stake  sides  and  fear.  Liftgate  2000  lb.  capacity. 
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3.2.14  '  (continued) 

Required  to  transport  office  furniture  and  office  equipment 
aa  required  in  CSA  and  DA ’a  for  general  hauling  from  freight 
terminals  to  CSA  and  DA' a,  and  transporting  weapons  system 
components  and  support  equipment  between  CSA  and  DA' a. 

3.2.13  Trailer,  Send  40  Ft.  Flatbed 

Spec.  No.  2283-L 

Trailmobile  model  WV1-662  or  equal,  seed,  trailer,  with  dual 
wheels,  tandem  axle,  standard  5th  wheel  and  40  ft.  by  8  ft. 
flatbed  cargo  area. 

Required  for  transporting  missile  system  components  and 
support  equipment  not  requiring  environmental  protection 
between  railheads,  freight  terminals.  Support  Area,  DA's, 

LF's  and  LCF's.  Also  to  be  used  to  move  furniture  and  general 
support  work  in  the  CSA  area.  It  will  be  pulled  by  ACO  4ll6 
tractor. 


3.3  NON-ACO  IDENTIFIED  LICENSED  VEHICLE  FORECAST 

Figure  two  (2)  contains  the  requirements  of  non-ACO  vehicles 
requirements  programmed  by  calendar  month  showing  vehicle 
requirements  for  the  present  month,  build-up  through  June, 
1983.  This  schedule  will  be  revised  on  the  first  of  each 
month. 


3^ 


SATA F  AND  DOD  REQUIRED  LICINSID  VEHICLES  FORECAST 
Figure  three  (3)  contains  those  vehicle  requirements  whieh 
The  Boeing  Company  is  contractually  required  to  supply  for 
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.(continued) 

the  Department  of  Defense  personnel ,  including  OOAMA  Detach* 
sent,  Contractor  Support  Detachment*  Qeodetic  Surrey*  Ground 
Electric  Equipment  Installation  Agency*  and  SATA?  commander 
and  staff. 


The  vehicle  forecast  (Figure  three  (3))  contains  SATAF  re¬ 
quirements  which  are  programmed  by  the  calendar  month,  show¬ 
ing  vehicle  requirements  for  the  present  month*  through 
June*  1964  requirements.  The  schedule  will  be  revised  on 
the  first  of  each  month. 
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MAJOR  ITEMS  0?  MATERIAL  HANDLER}  EQUIPMENT 

•  •  *  •  '  , 

Major  items  of  material  handling  equipment  are  those  powered 
by  a  gasoline  engine  or  eleotrio  motor  other  than  the  standard 
trucks  and  trailers  found  in  Section  3*0* 

MATERIAL  HANDLING  EQUIPMENT  DESCRIPTION  AND  USAGE  .  •  ' 

•  *  .  *  '  ' 

Truck  Forklift  ACO  Numbered  '  '  . 

.  * 

* 

ACO  3078,  Truck,  Forklift  ' 

* 

This  vehicle  has  tho  capability  of  being  operated  on  paved 
or  hard  surface  roads  for  short  distances  as  well  as  warehoused 
wood  or  conorete  floor*  It  is  required  to  transport  and  lift 
oargo,  tools  and  equipment  in  yards  within  the  receiving  dooks 
of  the  CSA.  It  has  a  two  ton  capacity  -(4000  lbs) 

)  ACO  3078  is  equivalent  to  and  interchangeable  with  Figure  A 

3078.  / 

V 

,>.1.1.2  ACO  4184,  Truck,  Forklift 

The  vehicle  is  a  standard  commercial,  gasoline  operated  fork¬ 
lift  truck.  Tho  truck  has  air  inflated  tires  suitable  for 
V  operating  on  paved  roads  and  warehouse  floors.  It  has  a  lift 
capaoity  of  15|000  lbs. 

•  The  truck  is  used  at  the  CSA  to  handle  the  Missile  Base  Support 

i.1  *  * 

Asoombly  during  pre-assembly  of  the  Support,  Missile,  Suspension 

A 

and  Alignment  System.  The  Missile  Base  Support  Assembly  weighs 
approximately  7000  lbs. 

ut  m  toco  nkv.  t/tt 


4.1 

4.1.1 

4.14.1 


REV  STM 


i  '  jgaSK# r£££L  ^  D2-20031-6 

'  •  *rc. r:  U  •  ‘I  *i«  ' 


t*t14S*« 


4. 1.1. 2’ 

(continued) 

.  It  will  handle,  transport,  and  position  other  aaterial  too 

.  *  •  f 

heavy  or  bulky  to  behandled,  by  eaaller  trucks* 

This  item  is  equivalent  to  Figure  ’"A"  4184. 

4.1.2 

Truck  FOrklift,  Non-ACO  Numbered 

4.1. 2.1 

.  . ,  :  ...•  •  }  '•  •  '  • 

Forklift  4000  lb.  : 

•  1  ' 

*  .  t 

The  truck  has  a  4000  lb.  capability,  pneumatic  tires  And  gas 

powered. 

>  , ' 

\  . 

'  i 

( 

\ 

!  • 

t 

Required  by  Facilities  and  Servioes  Unit  at  CSA.  It  will  be 

used  in  the  receiving  warehousing,  Bhop  and  other  bane  areas 

to  unload,  transport  and  position  A&CO  equipment,  furniture, . 

material  and  supplies*  It  will  also  be  used  as  a  towing 

vehicle  for  bottle  oarts,  portable  water  tanks,  hydraulio 

*  • 

service  oarts  and  similar  oarts  or  trailer-mounted  equipment 

* 

items.  ' 

4. 1.2. 2 

Forklift,  6000  lbs. 

.  •  \ 

,  >  , 

.  This  forklift  is  being  used  as  a  substitute  for  the  4,000  lb.  or 

•  partial  substitute  for  the  8; 000  lb.  forklift.  See  paragraph. 

„ . .  4.1. 3.1  and  4.1.3. 3  for  specification  and  usage. 

•  \ 

4.1.2.3 

'( 

Forklift,  8000  Lbs. 

.  '  "  V 

,  *  11 

’  •  1 

* 

This  forklift  has  an  8,000  lb.  oapaoity,  pneumatic  tires, 

gas  powered,  and  winterised  to  -40  degrees. 

•  *  t  *  !  »  ^  '  , 
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b.1.2.3'  (continued) 

The  forklift  It  required  to  handle  heavy .pieces. of  equipment 
such  as  acetylene  bottle  carts,,  nitrogen. bottle  carts,  vater 
tanks  and’  portable  ptudpa? The  units  will  be  utilized  at  the 
CSA  for  unloading,  kitting  and  warehousing  of  equipment  and 
supplies.  A  requirement  also  exists  to  move  contract  equip¬ 
ment  as  required  to  accomplish  functional  test  and  maintenance 
•  operations  within  the  CSA. 

4.1.3  Truck/  Pallet,  Electric  Walkle,  4000  Lb.  Capacity 

This  pallet  truck  is  equipped  with  42"  fork  length,  32"  width 
and  rubber  cushion  wheels. 


4.1.4 


The  equipment  is  required  by  Logistics  Control  Group  at  the 
Contract  Support  Area  (CSA) .  It  is  used  to  relocate  opera¬ 
tional  .ground  equipment  (OGE)  throughout  the  Functional  Test 
Area.  * 

/ 

•  Walkle  Stacker 


This  unit  is  required  by  the  warehouse  personnel 'at  the 
Contract  Support  Area.  They  are  required  for  narrow  aisle 
operation  and  placing  pallets  on  storage  racks..  The  stackor  .. 
-  has  a  2,000  lb.  capacity.  It  also  is  used  as  a  substitute 
.  '  /  item  for  transporting  distilled  water  tanks  to  fill  the 


4.1.5  '  (continued) 

CSA  to  transport  personnel,  small  tools  and  equipment,  short 
dis~tances.  Recommended  manufactured  Cushmen  or  equal. 

4.2  MAT3RIAL  HANDLING  EQUIPMENT  FORECAST 

Figwre  four  (4)  contains  the  requirements  of  material 
hindling  equipment  programmed  by  calendar  month  showing 
vthMele  requirements  for  the  present  month,  build-up  through 
Junes  i  19^4,  This  schedule  will  be  revised  on  the  first  of 
eucfcn  month. 
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•5.0  GENERAL  INFORMATION  1  ' 

5.1  AIRCRAFT  ■ 

Helioopter  or  fixed-wing  aircraft  are  not  included  in  this 
document,  except  when  airoroft  have  been  authorized  by 
special  request. 

Any  remote  site  having  a  requirement  for  aircraft  transporta¬ 
tion  must  submit  a  request  with  complete  justification  through 

* 

Program  Management  Office  for  approval. 

5.2  aco/mge/peculiar  VEHICLES 

The  vehicles  listed  in  this  section  are  identical  to  equip¬ 
ment  delivered  to  the  Customer  as  part  of  the  weapon  system. 

They  require  special  design  and  are  peculiar  t*  the  Minutomon 
■  Weapon  System. 

>  f 

5*2.1  ACO/MGE/Peculiar  Vehicle  Description  and  Usage 

/ 

5. 2. 1.1  ACO  4024  -  Re-entry  Vehicle  (R/v)  and  Guidance  and  Control  (G&C) 

Sootion  Van 

Semi-trailer  van  Identical  to  Figure  "A"  4024. 

Used  to  transport  the  G&C  section  to  the  LF's  and  to  install  , 

% 

or  remove  G&C  and/or  dummy  R/v  section  on  the  missile  during 
A&COi 

#  . 

• 

5*2. 1.2  '  '  ACO  4051  -  Truck,  Van  (Mechanical  Maintenance) 
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5.2. 1.2  (continued) 

A  van,  mounted  on  a  truck  ohaesie  (Figure  "A"  4118)  identical 
to  Figure  "A"  4051.  Ueed  to  transport  mechanical  maintenance 
equipment  and  replacement  parts  between  the  LF,  LCF  or  any 
part  of  the  launch  complex  during  the  A&CO  task. 

5. 2. 1.3  ACO  4059  -  Semi-Trailer,  Transporter-Erector  (TE) 

This  trailer  carries  the  assembled  missile  and  associated 

•  ■» 

hardware  to  the  LF's.  It  contains  an  environmental  control 
and  sounding  alarm  in  event  environmental  failure  or  un¬ 
authorized  entry.  Able  to  erect  TE  to  vertical  position  for 
missile  emplacement.  Identical  to  Figure  "A"  4059*  The  ACO 
.  must  be  compatible  with  ACO  4-075* 

5.2. 1.4  ACO  4062  -  Vehicle,  Operational,  Targeting 

'  Capable  of  operating  in  a  wide  range  of  weather  conditions 

’  on  secondary  highways.  Is  equipped  with  the  environmental  , 
control  equipment,  power  distribution  system  to  be  compatible 
with  LF's  power  system,  communication  equipment, .hoist  and 
crone  (2,000  lb.  capacity),  tie-down  shelves,  and  trailer 
tow  bar.  It  is  used  at  tho  LF's  to  activate  and  deactivate 
the  missile  and  Operational  Ground  Equipment  (OGE)  in  the 

.  \  ^ 

launcher. 
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5.2.1.5 


ACO  4063  -  Truck,  Van,  Electronic  Maintenance 


The  van  will  he  mounted  on  truck  chassis  (Figure  "A"  4118) • 

It  will  he  equipped  with  power  distribution  compatible  with 
LF’s  power,  200  lb,  hoist  and  crane,  shelving,  environmental 
equipment,  and  electrical  replacement  parts  for  LF‘s  or  LCF'e 
during  A&CO. 

5. 2. 1.6  ACO  4075  -Truck,  Traotor,  Transport  Erector  (TE) 

a 

This  tractor  is  to  be  equipped  to  supply  auxiliary  hydraulic 
power  20  hp  take-off  to  drive  hydraulic  pumps,  area  lighting, 
electric  power,  air,  ohilled  water,  hot  water,  and  security 
alarm  to  the  TE. 

It  is. used  to  move  TEXACO  4059)  to  the  LF's. 

/ 

5> 2 . 1 . 7  ACO  4119  -  Truck,  Van,  Special  Escort 

\ 

Is  identical  to  Figure  "A"s  4051,  4062,  4063.  .  f 

It  is  to  accompany  the  TE  at  any  time  the  TE  is  dispatched 
-  to  and' from  the  Strategic  Missile  Support  Area  (SMSA).  The 
vehicle  is  fully  equipped  to  handle  emergency  repairs. 

5. 2. 1.8  '  ACO  4129  -  Trailer,  Missile  Container  &  Transporter  (MCAT) 

N 

•  The  MCAT  is  provided  for  attaching  to  a  truck-tractor  (Figure 
;  •  .  "A"  4130).  The  container  is  used  to  carry  the  missile  to  and 

'  .1  '  from  CSA  rail  depot  and  airlines'.  Is  provisioned  with 

environmental  control  unit. 
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